ApprovedFo,r Release 


2 


CIA-RDP82-00400R0001 00090009-8 




IAC-M-264 
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INTELLIGENCE ADVISORY COMMITTEE 


Minutes of Meeting Held in 
IAC Conference Room, Administration Building, 

Central Intelligence Agency, at 2130, 5 November 1956 

Director of Central Intelligence 
Allen W. Dulles 
Presiding* 

Deputy Director of Central Intelligence 
Lieutenant General Charles P. Cabell 
Presiding* 

MEMBERS PRESENT 

Mr. W. Park Armstrong, Jr., Special Assistant for Intelligence, 
Department of State 

Major General Robert A. Schow, Assistant Chief of Staff, Intelligence, 
Department of the Army 

Rear Admiral Laurence H. Frost, Director of Naval Intelligence, 
Department of the Navy 

Major General Millard Lewis, Director of Intelligence, Headquarters, 
United States Air Force 

Brigadier General Richard Collins, Deputy Director for Intelligence, 
The Joint Staff 

Mr. Harry S. Traynor, Atomic Energy Commission representative 
to the IAC 

Mr. Meffert W. Kuhrtz, acting for Federal Bureau of Investigation 
representative to the IAC 


* Part of meeting 


Approved For Release 2004/04/01 : CIA-RDP82-00400R0001 00090009-8 

SECRET 





Approved For Release 


: CIA-RDP82-00400R0001 00090009-8 


IAC-M-264 
5 November 1956 


d. Following distribution of a draft SNIE 11-9-56, the members 
discussed this paper and approved it, as amended.* 


Adjournment: 0100 (6 November) 


Acting Secretary 


* At its meeting on 6 November, and prior to formal dissemination 
of this paper, the IAC reconsidered SNIE 11-9-56 and approved a 
revised version of this estimate. 
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